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ANNOUNCEMENT. 


The  Bulletin  of  the  Bureau  of  Standards,  of  which  this  is  the  initial 
number,  will  embod}"  the  results  of  its  investigations,  researches,  and 
other  work  which  ma}^  be  of  importance  to  the  scientific,  technical, 
and  manufacturing  interests  of  the  country.  It  will  be  issued  at  inter- 
vals as  frequently  as  the  number  of  papers  readj^  for  publication  may 
require.  Schedules  of  fees,  regulations,  and  other  matter  pertaining 
to  the  testing  work  of  the  Bureau  will  be  issued  in  the  form  of  circu- 
lars of  information. 

S.  W.  Stratton, 

Director, 

Washington,  D.  C,  October  15^  190If. 
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